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Updated 3 Week Look Ahead 
3 Week Look Ahead - 03.20.11 to 04.06.11.pdf 


For your information, attached is the updated 3 week look ahead for the HVAC improvements. 


Jacqueline Dooley 

Continuing Medical Education Program Coordinator 

Bureau of Infectious Disease Prevention ; Response and Services 

Massachusetts Department of Public Health 

William A. Hinton State Lab Institute 

305 South Street - Rm 557 

Boston, MA 02130 

Phone: (617) 983-6559 

Fax: (617) 983-6925 

Website: www.mass.gov/dph 

Blog: http://publichealth.bloq.state.ma.us 
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